+The Championship Fighters! Plus+

(Pokemon)
Incineroar
Pikachu
Jigglypuff
Mewtwo
Lucario
Greninja
Charizard
Feraligatr
Blaziken

(Digimon)
Guilmon
Renamon
Veemon
Agumon
Gabumon
Gomamon
Gatomon
Shoutmon
Dorulumon

(My Little Pony)
Twilight Sparkle
Rarity
Rainbow Dash
Applejack
Fluttershy
Pinkie Pie
Treehugger
Spike
Ember

(Rivals Of Aether)
Zetterburn
Orcane
Forsburn
Etalus
Ranno
Sylvanos
Maypul
Elliana
Clairen

(Them's Fightin' Herds)
Arizona
Oleander
Tianhuo
Velvet
Paprika
Pom

(Power Rangers)
Red Ranger
Yellow Ranger
Blue Ranger
White Ranger
Goldar
Skelerena
Lipsyncher
Silver Horns
Lord Zedd

(Godzilla)
Godzilla
Anguirus
Biollante
King Ghidorah
Mechagodzilla
Super Mechagodzilla
Gigan
Mothra
Megalon

(VR Troopers)
JB Reese
Kaitlin Star
Ryan Steel
Tankotron
Decimator
Darkheart
Kongbot
The Magician
Kamelion

(X-Men)
Wolverine
Cyclops
Storm
Psylocke
Omega Red
Juggernaut
Spiral
Iceman
Magneto

(XDragoon)
Rocky
Alfred
Philip
Berry
Lance
Master Fei
Viper
Crusher
Hammer

(Donkey Kong)
Donkey Kong
Funky Kong
Diddy Kong
Dixie Kong
King K. Rool
Kip
Kass
Kalypso
Kludge

(Skylanders)
Glumshakes
Kaos
Jet-Vac
Pop Fizz
Stealth Elf
Eruptor
Sprocket
Blades
Whirlwind

(Crash Bandicoot)
Dr. N. Tropy
Crash Bandicoot
Dr. Neo Cortex
Tigre Tiny
Coco Bandicoot
Pinstripe
Falso Crash
Komodo Joe
Dingodile

(Spyro)
Spyro
Cynder
Ember
Ignitus
Volteer
Cyril
Terrador
Hunter Of Avalar
Skabb

(Ty The Tasmanian Tiger)
Ty
Sly
Shazza
Naomi
Brolga
Rex
Fluffy
Frill
Blue

(Castlevania)
Simon Belmont
Sypha
Eric
Grant
Carmilla
Shanoa
Alucard
Maria
Trevor

(Double Dragon)
Billy Lee
Jimmy Lee
Sickle
Bones
Blade
Trigger Happy
Countdown
Sekka
Shadow Master

(Streets Of Rage)
Adam Hunter
Axel Stone
Blaze Fielding
Max Thunder
Dr. Zan
Shiva
Elle
Ash
Rudra
Mr. X

(Virtua Fighter)
Akira
Lau Chan
Jeffry
Jacky Bryant
Pai Chan
Kage
Lion
Sarah Bryant
Dural

(Fighting Vipers)
Grace
Bahn
Raxel
Tokio
Sanman
Jane
Honey
Picky
Mahler

(Power Instinct)
Kurara
Reiji
Keith
Annie
White
Angela
Saizo
Sahad
Pooch

(Tekken)
Kazuya Mishima
Nina Williams
Heihachi Mishima
Yoshimitsu
Jun Kazama
Julia Chang
Hwoarang
Lili
Zafina

(Soul Calibur)
Nightmare
Sophitia
Ivy
Kilik
Talim
Zasalamel
Pyrrha
Cervantes
Rock

(King Of Fighters)
Terry Bogard
Andy Bogard
Kula Diamond
Hotaru Futaba
Ryo
Kasumi
Athena
Jhun Hoon
Tizoic

(Final Fight)
Guy
Cody
Mike Haggar
Carlos
Maki
Dean
Lucia
Rolento
Sodom

(Street Fighter)
Ken
Guile
Cammy
Fei-Long
Dee Jay
T. Hawk
R. Mika
Alex
Juri

(Rival Schools)
Kyosuke
Batsu
Hinata
Natsu
Roy
Kyoko
Gan
Edge
Tiffany

(Darkstalkers)
Demitri
Queen Bee
Felicia
Bishamon
Zabel
Morrigan
Jedah
Sasquatch
Jon Talbain

(Mortal Kombat)
Johnny Cage
Scorpion
Liu Kang
Kung Lao
Reiko
Shang Tsung
Nitara
Kabal
Lt. Sonya Blade

(Mace:The Dark Age)
Taria
Namira
Asmodeus
Lord Deimos
Executioner
Xiao Long
Hell Knight
Al-Rashid
Koyasha

(Killer Instinct)
Jago
Sadira
Glacius
Orchid
Spinal
Fulgore
TJ Combo
Maya
Riptor

(Fighter's History)
Ray
Ryoko
Lee
Mizoguchi
Marstorius
Yungmie
Jean
Feilin
Clown

(Outlaws Of The Lost Dynasty)
Bushou
Kosanjou
Riki
Taisou
Rochishin
Kousonshu
Gen Shouji
Shishin
Rinchuu

(King Of The Monsters)
Poison Ghost
Cyber Woo
Rocky
Beetle Mania
Astro Guy
Huge Frogger
Eifflelyte
Clawhead
Beetle Master
Aqua Slug
Super Geon

(Kazecat/Crushing Force)
Aroma
Enorma
Jiggly
Julian
Jumbo
Lardo
Twiggi
Violet
Pastilla
Zafta
Makuyama
Bertha
Katrina
Akai R. Panda
Ra
Andy
Svetlana
GL
Trinity Strike
Sarjiri

(Samurai Shodown)
Haohmaru
Kyoshiro
Jubei
Hanzo
Enja
Amakusa
Suija
Galford
Charlotte
Kusaregedo
Sogetsu
Gaira
Ukyo
Yoshitora
Gaoh
Genjuro
Shizumaru
Kazuki
Tam Tam
Rasetsumaru
Rimiruru
Mina
Zankuro
Nakoruru
Rera
Basara
Mizuki
Shiki
Earthquake

(Undercover Cops)
Zan
Matt
Rosa
Cue Ball
Fatso
Gunpuncher
Cone Head
Dr. Crayborn

(Superior Soldiers)
Starsaber
Seleous
Arabian Moon
Meltdown
Cattydox
Reptilian
Busido
Satinsect

(Eternal Champions)
Jonathon Blade
Thomas "Blast" Chavez
Chin Wo
R.A.X. Coswell
Dark Champion
Eternal Champion
Raven Grindhar
Mitchell Middleton
Jetta Maxx
Dawson McShane
Xavier Pendragon
Ramses III
"Riptide" Sophia de Medici
Slash
Thanatos
Trident
Larcen Tyler
Shadow Yamato

(Monster Hunter)
Rathian
Alatreon
Nargaguca
Great Jagras
Diablos
Rathalos
Tigrex
Nergigante
Great Jaggi
Safi'jiiva
Mizutsume
Kulve Taroth
Deviljho
Zinogre
Brachydios
Glavenus

(Red Earth)
Gigi
Hauzer
Jihad
Kenji
Konguo
Leo
Luan
Nool
Secmeto
Tabasa
Tao
Valdoll

(Global Champion)
J-McCoy
Leehoa
Barts
Gekkou
Marco
Boggy
Liza
Kazuya
Uooron
Gonzales
Azteca
General

(Psychic Force)
Burn Griffiths
Emilio Michaelov
Wendy Ryan
Chris Ryan
Brad Kilsten
Richard Wong
Rokudo Genma
Gates Oltsman
Keith Evans
Carlo Belfrond
Regina Belfrond
Gudeath

(Kabuki Klash / Far East of Eden)
Kabuki
Yagumo
Tsunade
Gokuraku
Manjimaru
Ziria
Orochimaru
Kinu
Manto
Karakuri
Jyanshinsai
Lucifeller